378

INDEX

Colour   of   atmospheric   acetylene

flame, 162

of coal-gas flame, 186
of electric light, 186
of incandescent acetylene flame,

242

of spent carbide, 46
Combustion of acetylene, 222, 241

deposit from, 152

Composition pipe for acetylene, 213
Compounds, endo- and exo-thermic,

28, 30

explosive, of acetylene and cop-
per, 191
" Compounds," of phosphorus and

sulphur, 144
silicon, 152
Compressed acetylene, 183, 265, 275,

295
Condensed matter in pipes, removal

of, 42, 215

Condensers, 100, 118, 140, 165
Connexions, flexible, for acetylene,

214

Construction of generators, princi-
ples of, 112
regulations as to, 115
Contact generators, 71, 79
Convection of heat, 28, 67, 252
Cooking-stoves, 251
Copper acetylide, 155, 192

(alloyed) in acetylene apparatus,

127, 194

(unalloyed) in acetylene appa-
ratus, 34, 127, 194, 196
and   acetylene,  reactions   be-
tween, 191, 194
carbides, 192
chloride purifier, 154
Corrosion in apparatus, 49, 50, 146

avoidance of, 98
Corrosive sublimate purifier, 153

as test for phosphorus, 312
Cost of acetylene lighting, 7
Cotton-wool filters for acetylene. 143
Council, Orders in.    See Orders in

Council

Counterpoises for rising holders, 77
Couples, galvanic, 48, 98
Coward.    See Dixon
Critical pressure and temperature of

acetylene, 170

Crushing of carbide, 21, 308, 310
" Cuprene," 194

Cuprous chloride purifier, 154
Cycle lamps, 289

burners for, 294

dilute alcohol for, 92, 292
Cylinders for absorbed acetylene,
268, 271

D
DAVY, addition of chlorine to acety-
lene, 189
Davy's lamp for generator sheds, 108
Decomposing vessels.    See Carbide
containers
Decomposition of acetylene, 43, 44,
284
of carbide, See Calcium carbide
(decomposition of)
Da Forcrand, heat of formation of
carbide, 30
Density,    See Spacific gravity
Deposit at burner orifices, 228
on reflectors from, combustion
of acetylene, 152
Deterioration "of carbide in air, 22,
88, 294
Diameter  of  pipes   and   explosive
limits, 176
Diaphragms, flexible, in generators,
78
Diffusion  through   gasholder seals,
90
Diluted  acetylene,  271,  274,   275,
^278
Dimensions of mains and pipes, 204,
218
Dipping generators, 35, 66, 74
Displacement      gasholders.       See
Holders (displacement)
Dissociation of acetylene, 44,54,228,
255, 284
carbon dioxide, 254                  !
water vapour, 254
Dissolution of acetylene, depression
of freezing-point by, 182
of gas in generators, 67, 166
Dissolved acetylene, 265, 269, 295
Dixon and Coward, ignition tempera-
ture of acetylene, 173
of various gases, 173
Dolan burners, 230
Doors of generator sheds, 95
Drainage of mains, 42, 140, 215